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THIS DOCUMENT CONTAINS INFORMATION AFFECTINO THE NATIONAL DEFENSE 
OF THE UNITED STATES. WITHIN THE MEANING OF TITLE 18, SECTIONS 793 
AND t9Hi OF THE U.S. COOC, AS ANENDEO. ITS TRANSMISSION OR REVE- 
LATION OF ITS contents TO OR RECEIPT IT AN UNAUTHORIZED PERSON IS 
PRQHIOITEO 8T LAW, THE REPRODUCTION OF THIS FORM IS PR0HI8ITE0. 
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1, Besides the Constmction Enterprises., which deal only with the erection or 
construction of building projects^ the Ministi^*^ of Construction controls 

another quasi-independent organization called Intreprinderile de Instalatii 
(Installation Enterprises), which handles the installation of electrical 
and mechanical equipment, wiring and other facilities • Because of their 
related functions, the Construction Enterprises and the Installation Enter- 
prises, though distinctly sp^parate, and independent organizations^ cooperate 
rather closely in all their building activities* 

2* The section of the Ministry of Constructions which controls the Installation 
Enterprises is headed by N. Nistor* The technical directors are two 
engineers, Dulbert and M. Leon Bri.ll« 


3t There follows a partial list of Installation Enterprises which are current.ly 
operating in Rumania s 

a* Intreprinderea de Instalatii No* 3 (Izolatii - Separate), located at 

5-9 Strada' Banu Vacaroscu in Bucharest, performs all the insulation job.: 
required in building projects. Tiiey install various types of equipment 
such as weatherproofing, sound-proofing, insulation of heating equipment, 
and water and sewage pipes. 


b* Intreprinderea de Instalatii No. 18, located at 48 Strada Fabrica de 

Chibrituri, operates a v/ell equipped plant which electrical, 

equipment, elevators, coils and other apparatus. The plant consists of 
four principal buildings. The main offices, however, are located at 
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5-=^? Strada 13 Decembrie in Bucharest o The first building hcmses the 
T^jorkshop which niamiactures the electrical eq^alp^r-eni.^ a tocl room, a 
cafeteria for x^^o^ker■S 5 a workshop which makes coils, and afft,.ces„ Th’^^ 
second building houses a marble workshop^ a plani f or nacrifacture 

and repair of elevatcrs^ a materials rii'ipot^ and office So The 

third buil.cii.Qg sei'yec prlncipaliy as a repair shop and is dinrided into 
a carpenti'y section, ard a.uto rep vir and an elevata^’^ repaur 

secticno Tho fourth 'rrilding contains a foundry, a blackcml’:;! chop^ 
storage and warehouse space o There is adciti.onsl wirehouBe -space in 
the second b!:iildj.ng and in the basement- of the firs- buildingo In 
the yard, of the plent there are three furr^aees for she working of 
brass^ aluminum and iron.o 

Co IntreprindoTea de Instalata.i No<, .Iocai",ed at oalea ..Lj 

Septeinhrde in Bucharest, iiiariufact are s ana; installs r^entral heating 
units. Its activities are closely : - t- -o --r vm h -/u- 'e cf Ferometa.1^ 
a business firm which distributes, t-ind astieta u.- j-nstti^ation of 
electrical heating equipment whit'' a-, irstalacii IssCo 19 

manufactures o Many of their worl r. ps aco stxc^,^ oo.axr-. see are used 
;ln common o The shops and warehc h'-u^ed ^o. ; cm -story ouxldingB 

and include such facilities ars varebo '-se us^ p" mvd.pally by Fero- 
metal for th.e storage of biiildinF aic sanitary o .pp ii.as a building which 
confai.ns a mo 1 \al workshop equlpp^o ^Ath larg- ls.uhes, two polishers 
and a furnace, and storage space io ’ cement am lime owr^ed by Ferometal| 
a warehouse used joxntly by' Fermret 1 . and the Instat lat.ion Enterprisea 
Noc 19 for the storage of sanli:.aiy equipment^ ah undeveloped lot used 
for open storage of popes of various dimsnsicnsi a storage area for 
dynami-ts^ technical offices 5 a building housing - he Perometal officeB 
and 3 to.rage f --toilities for electrl.cal equipment^ ao well, as a workshop 
equipped with ten la res which are operated by Imtallation Enterprises 
KOo 19 wurkeru; and cuilding whicn houses lab:, rat one a ^ a; cafeteria 
•l.)r work:;. 1 .■ed. . .::--v}:room^ tlioksmluh shop,, cn auto repair shop 

and -a garage, Aiv;acu-u hereto is a rcagh sketch ahewing the above-- 
menlionecl bullring lay-out (Atia.'d;meut A), 

d, Inbreprinderea de lu;n:a.,Latii Ho, 2:i_^ lr;-aied in Bucharest, has several 
sub-offices thrcugh.cut. the city vmich are concer.ned. princip«.liy with 
wa.be;r supply ard, sewag-:: ciaposal Insioi-.utions , 
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WcrkshoG («ou:pped 3 

: a ‘ 1: e s , 2 p - : sb “ r r - ‘-'ft s ) 

!• e cb n 1 cal 0 1 ii 'P e » 

Ds'Tiamita Hocx 

ferometal Warehouse (for- cement 
and lime) 

Ferometal Warehouse (for sani- 
tary installation equipment) 
Warehouse 
pipe Storage Area 
perometal Warehouse (for elec- 
tric material) 

Workshop (10 lathes * ; d.r/.lis) 
Offi ces 

Ferometal Offices 
Casting Workshop 
Auto Garage 
Blacksmith Section 
Auto Repair Section 
Laboratory 
Laboratory 
ferometal Warehouse 
ferometal Canteen 
Canteen 

ProTision room 

ferometal Warehouse (for car- 
hide, acid and other chemicals) 
ferometal Warehouse (for build- 
ing and sanitary materials) 
Gatekeeper 

Scale for weighing trucks 
Private House 
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